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ROBERT DELAWARE 
MUCKROCK NEWS 
DEPT MR 1160 
PO BOX 55819 
BOSTON, MA 02205-5819 

Dear Requestor: 

This letter is in response to your Freedom of Information Act (FOIA) request for access to 
Reagan Presidential records pertaining to Written correspondence from public re 6/12/87 rr 
speech. Your request was dated and received by the Reagan Library on 3/12/2012. FOIA 
requests for Reagan Presidential records are processed and reviewed for access under provisions 
of the 1978 Presidential Records Act (PRA) (44 U.S.C. §§ 2201-2207), which incorporates the 
Freedom of Information Act (5 U.S.C. § 552) in substantial part. 

The material that you have requested was previously processed and approximately 4389 pages of 
Presidential records are regarding the Berlin Wall Speech and are available for research. Please 
refer to the enclosed finding aid for a list of the records. For a description and/or further 
information regarding photocopying the material currently available, please contact me at 1-800- 
410-8354, ext. 74012 or email shelly. williams(a)nara. gov . For copies made for researchers by 
the Library staff, the current reproduction fee is 75 cents per page. You may view the documents 
in our research room at the Library, where a self-service copier is available for the price of 20 
cents per page. The Library accepts checks or money orders made out to the National Archives 
Trust Fund. When you provide a check as payment to the National Archives and Records 
Administration, please be advised that you authorize them to use the information from your 
check to make a one-time electronic funds transfer from your account or to process the payment 
as a check transaction. When NARA uses information from your check to make an electronic 
funds transfer, funds may be withdrawn from your account as early as they day we receive your 
payment, and you will not receive your check back from your financial institution. The Library 
also accepts Visa, Master Card, American Express, or Discover/Novus orders. 

You have asked for a waiver of the fees normally charged researchers for providing them with 
copies of archival records. Historical records at NARA are not governed by the FOIA fee and 
fee waiver provisions in section 552(a)(4)(A)(vi). Accordingly, the Reagan Library does not 
provide fee waivers for copying. NARA charges standard reproduction fees for copying of 
historical records in accordance with our statutorily based fee schedule, codified at 44 U.S.C. § 
2116(c). We can provide you with copies of the records you have requested at a cost of 75 cents 
per page. You may also view the documents in our research room at the Library, where a self- 
service copier is available for the price of 20 cents per page. 
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If you consider this response to be a denial of your FOIA request, you may appeal by writing to 
the Deputy Archivist of the United States, Room 4200, National Archives and Records 
Administration, 8601 Adelphi Road, College Park, Maryland 20740-6001. Both the letter and the 
envelope should be clearly marked "FOIA Appeal." You have 35 calendar days from the date of 
this letter to file your appeal. 

If you have any questions regarding your FOIA request, please contact me 
( shelly. williams(a)nara. gov or 1-800-410-8354). 

Sincerely, 

SHELLY WILLIAMS 

Archivist 

FOIA Coordinator 

enclosures 
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